64      DOCKETED ITEMS

9203200381 Forwards proposed rules re nuclear generating plant decommissioning.
CHILTON.R. New Jersey, State of. 92/03/06. NASH.D. Office of Nuclear Reactor
Regulation, Director (Post 870411). DELANY.F. Public Service Electric & Gas Co. of
New Jersey, HARLACHER.M.I. Atlantic City Electric Co. 7pp. 60997:352-60997:358.

9203250083 Discusses Natl Marine Fisheries Svc "Biological Opinion," recommenda-
tions re potential reduction of incidental take of sea turtles.Description of program to
address subj issues encl.

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 92/03/16. Doc-
ument Control Branch (Document Control Desk). 3pp. 61107:343-61107:345.

9203260190 Forwards response to recommendations & questions identified in NRC
safety evaluation of util responses to station blackout rule.lnfo covers station blackout
duration, condensate inventory of DHR & reactor coolant inventory.
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 92/03/19. Document
Control Branch (Document Control Desk). 9pp. 61129:279-61129:333.

-9203270164 Rev 1 to "Estimated Frequency of Loss of Off-Site Power due to Ex-
tremely Severe Weather & Severe Weather for Salem & Hope Creek Generating Sta-
tions."

* Halliburton Co. NUS-5175 RO1. 92/03/31. 48pp. 61129:289-61129:333.

9203260298 Advises that carpeting.tested for flame spread characteristics in accord-
ance w/requirements of ASTM E-648/ NFPA 253 as detailed in util 920127 Itr suitable
for installation in control rooms at plant.

STONE.J.C. Project Directorate I-2. 92/03/23. MILTENBERGER.S. Public Service
Electric & Gas Co, of New Jersey. 4pp, 61115:101-61115:104.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202270404 Responds to 911218 Itr to Secretary of Energy referred to NRC on
920113,requesting response to questions & concerns raised in 911106 Itr from WM
Fraenkel re SALP repts for plants.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/18. ZIMMER.D.
House of Rep. 10pp. 60931:086-60931:095.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM,R,E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York. Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/02/25,
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011,

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire,"

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp, 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/03/02,
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203100196 Forwards insp repts 50-272/92-01,50-311/92-01 & 50-354/92-01 on
911229-920208.No violations noted.

BLOUGH.A.R. Region 1 (Post 820201). 92/03/03. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp. 60845:038-60845:068.

-9203100203  Insp repts  50-272/92-01,50-311/92-01   &  50-354/92-01   on  911229-
920208.Eight unresolved items noted.Major areas inspected:operations,radiological
controls,maint & surveillance testing & emergency preparedness & security.
WHITE,J.R. Region 1 (Post 820201). 92/03/03. 28pp. 60845:041-60845:068.

9203300027 Discusses safety insp repts 50-272/90-22 & 50-311/90-22 on 900816-
1001 .Util has not provided sufficient basis for withdrawing violation & therefore.NRC
has decided not to withdraw violation.Response requested within 45 days.
HEHL.C.W. Region 1 (Post 820201). 92/03/17. MILTENBURGER.S. Public Service
Electric & Gas Co. of New Jersey. 4pp. 61110:122-61110:125.

9203310093 Forwards initial SALP Repts 50-272/90-99,50-311/90-99 & 50-354/90-99
for period of 900801-911228.While some deficiencies identified.plants safely & con-
servatively operated & being maintained in accordance w/requirements.
MARTIN.T.T. Region 1 (Post 820201). 92/03/25. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 5pp. 61126:239-61126:300.

-9203310107 Initial SALP repts 50-272/90-99,50-311 /90-99 for 900801-911228.

*  Region 1 (Post 820201). 92/02/26. 32pp. 61126:244-61126:275.

-9203310110 Initial SALP rept 50-354/90-99 for 900801-911228.

* Region 1 (Post 820201). 92/02/27. 25pp. 61126:276-61126:300.

R. Periodic operating reports & related correspondence

9203020214 "Salem Generating Station Semiannual Radioactive Effluent Release
Rept,Jul-Dec 1991." W/920226 Itr.

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/12/31. 63pp.
60766:199-60766:261.

9203100095 Annual rept,199l,of personnel receiving exposures greater than 100 mrem/
yr & associated man rem exposures according to work & job function.W/920228 Itr.
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/12/31. 13pp.
60897:341-60897:353.

9203200358 Monthly operating rept for Feb 1992 for Salem.Unit 1. W/920312 Itr.
SHEDLOCK.M., * Public Service Electric & Gas Co. of New Jersey. 92/02/29. 10pp.
61108:155-61108:165.

S. Reportable occurrences, LERs & related correspondence

9203090042 LER 92-005-00:on 920130,2 ESF actuation signals occurred due to loss of
power to RMS channels.Caused by breaker tripping. Investigation of cause
continuing.Five RMS sys affected restored to service by resetting ESF functions.VW
920302 Itr.

POLLACK.MJ., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/
03/02. 5pp. 60871:225-60871:229.

9203090051 LER 92-004-00:on 920203,incorrect dectectors discovered in R46 RMS
channels.lnvestigation of cause continues.Channels installed  in  1983 w/incorrect
identification.Correct dectectors installed or ordered.W/920302 Itr.
POLLACK.M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/
03/02. 6pp. 60871:236-60871:241.

9203160114 Forwards amends to discharge confirmation repts.Cases 91-09-16-1058-24
re HCGS sodium hypochlorite spill, 91-09-23-0949-26 re HCGS diesel fuel spill at
warehouse & 91-10-05-0455-05 re HCGS ammonium bisulfate discharge.
THOMSON.F.X. Public Service Electric & Gas Co. of New Jersey. 92/03/05. New
Jersey, State of. 15pp. 60969:232-60969:246.

9203200042 Special rept 92-1 :on 920223,fire barriers found impaired for greater than
seven days.Caused by equipment failure.Fire door will be replaced upon receipt of
new door.

VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/03/12. Document
Control Branch (Document Control Desk). 4pp. 61056:340-61056:343.

9203270169 Suppl to 920305 NPDES noncompliance notification re discharge of oil
contaminated water at laydown yard.Approx 135 cubic ft of soil & gravel removed
from discharge area & placed into drums.No lab data collected for discharge.
THOMSON.F.X,   Public  Service   Electric  &  Gas  Co.  of  New  Jersey.  92/03/19.
JENNUS.D.C. New Jersey, State of. 4pp. 61166:081 -61166:084.

9203310131 NPDES noncompliance notifications 920227,discharge of two gallons of
Number 2 fuel oil from gas turbine to ground occurred.Personnel applied absorbent to
affected area to collect mat).Remediation plan being developed.
VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/03/24. 10pp.
61205:182-61205:191.

V. Operator Examinations

9203090055 Forwards results w/other matls of 920205 generic fundamentals exam sec-
tion of written operator licensing exam for facility employees.W/o encl.
BETTENHAUSEN.L Region 1 (Post 820201). 92/03/03. ORTICELLE.A. Public Service
Electric & Gas Co. of New Jersey. 2pp. 60833:021-60833:022.
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F. Security, medical, emergency & fire protection plans

9203030024 Forwards in-ofc insp repts 50-275/91-41 & 50-323/91-41 on 911220-
920210.No violations or deficiencies noted.

REESE.J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric
Co. 3pp. 60753:072-60753:081.

-9203030029 Insp repts 50-275/91-41 & 50-323/91-41 on 911220-920210.No viola-
tions noted.Major areas inspected:licensee submittal of rev 13 to EPIP EPG-1, "Acci-
dent Classification & Emergency Plan Activation."

MCQUEEN.A.D,, REESE.J.H. Region 5 (Post 820201). 92/02/14. 6pp. 60753:075-
60753:081,

9203030044 Forwards insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No viola-
tions noted.

REESE.J.H, Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric
Co. 4pp. 60753:155-60753:167.

-9203030051 Insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No violations
noted.Major areas inspected:portions of emergency preparedness program.including
operational status & onsite followup of repts.

MCQUEEN.A.D., REESE.J.H. Region 5 (Post 820201). 92/02/14, 9pp. 60753:159-
60753:167.

9203250189 Forwards public version of Rev 3,Change 12 to Corporate Emergency Re-
sponse Plan (CERP) & revised CERP Implementing Procedures.including Rev 11 to
1.1,Rev 11 to 3.2,Rev 7 to 3.3,Rev 5 to 3.5,Rev 6 to 3.6 & Rev 4 to 3.7.
GISCLON.J.M. Pacific Gas & Electric Co. 92/02/25. Document Control Branch (Docu-
ment Control Desk). 5pp. 61191:003-61191:181.

-9203250191 Public version of Rev 3,Change 12 to "Corporate Emergency Response
Plan."
SKINNER.S.T. Pacific Gas & Electric Co. 92/02/25. 62pp. 61191:008-61191:070.of New York. Inc. 12pp. 61085:001-61085:012.Yankee Nu-
